aNren: The Firevel Ce,, Inc, 
(Contractor) 


25X1A9a 


a (Contracting Officer} 
MB epee ste amie. cin 
Jt Part 
ow di Mime, Nomenclature . Qtye. 
wt J F20 50=1 Reducer 20 
“ 4 F257605 Check Valve 20 
A eat ae 


Prices are fair and reasonable and this 
Bwhibit is hereby approved, 


weft. 1,499. 60 


(Contracting Officer) 


Approved For ReleasegQQQ/03/16 : CIA-RDP81B00878Re005004setsect or ) 


Approved For Release 2000/08/16 : CIA-RDP81B00878R000500130133-1 


Belivery: 


we. 


Exhibit Mo: 58uLQ0.. . Teo Contracts... BF~OT «fiM@beniae 
Date: September 16, 1958 s 


ih a eget 


Bait Price «fetal Price | se odes 
$63.75 $1,275.00 
$11.23 $ 224,60 


5 each: Item 1 and item 2. Ship as Seon as 
Possible, Balance each item: By May 8, 1958, 


Centractor warrants prices conform to the 
price formula in effect on date of this 


Exhibit. 
25X1A5a1 


SIGNED: 


2619 


